Order of succession / delegation of authority 

Program Operations Division 


Director, Program Operations Division 
(Kathleen Nawn) 

Laboratory Supervisor III 


Central Laboratory Services Supervisor 

(Stephen Ridley) 

Laboratory Supervisor II 


Laboratory Training and Distance Learning Coordinator 

(Garry Greer) 

Laboratory Supervisor II 



